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defeated by a vote of 10 to 2. The principal objection urged against 
the ordinance was that the screening of water receptacles and cisterns 
in the city would be ineffective until some method had been devised 
by which the mudholes and swamps of the country could be deprived 
of their potencv as breeding places for mosquitoes. (See Public 
Health Reports, July 15, 1904, page 1397.) 

Summary of work at Laredo and New Laredo. 

Laredo, Tex.', July 18. 1901 
During week ended July 16 fumigated at Laredo 33 houses, con- 
taining 150 rooms; also 4 wells and 2 tanks. Inspected 7,885 prem- 
ises. Oiled 2,382 water containers. Cock and outfit have reached 
Roma. Maximum temperature, 101. No rainfall. New Laredo reports 
for period July 9 to 15, 3,598 domiciliary visits; 94 water containers 
found with larvse; 131 containers emptied and 62 oiled. 

Richardson. 



INSPECTION SERVICE, MEXICAN BORDER. 

Inspection, at Nogales, Ariz. 

Acting Assistant Surgeon Gustetter reports, week ended July 9, 
1904, as follows: Passengers inspected, 293; immigrants inspected, 24; 
immigrants deported, 6. 

Inspection at Eagle Pass, Tex. 

Acting Assistant Surgeon Hume reports as follows: 



I Week 
I ended 



Persons inspected 

Persons held 

Pullman cars fumigated 



210 

7 



Week 
ended 
July 9. 



■IV) 

7 



Inspected on footbridge, 5,329 persons. 

Inspection at El Paso, Tex. 

Acting Assistant Surgeon Alexander reports as follows: Week 
ended July 9, 1904: 

Inspection Mexican Central passengers, 146; inspection Mexican 
immigrants, 51; special inspection Syrians, 3; disinfection soiled linen 
imported for laundry work, 497 pieces; vaccination of children of 
immigrants, 2. 

Inspection at Laredo, Tex. 

Acting Assistant Surgeon Hamilton reports, July 13, through Assist- 
ant Surgeon Berrv, as follows: 

Week ended July 9, 1904: 

Passenger trains from Mexico inspected, 14; persons on trains from 
Mexico inspected, 417; immigrants on trains from Mexico inspected,, 



